To:  Merritt,  Steven[Merritt.Steven@epa.gov] 

From:  Cristiano,  Gina 

Sent:  Tue  8/11/2015  9:39:28  PM 

Subject:  Re:  iCS  207's  for  Goid  King  Mine  Reiease  Response 

I should've  added-these  are  draft... don't  know  whether  regionh  or  9 have  weighed  in,  Laura 
fielding  that 

Sent  from  my  iPhone 

On  Aug  11,  2015,  at  3:05  PM,  Cristiano,  Gina  <Cristiano.Gina@,epa.gov>  wrote: 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From;  "Chavez,  Luke"  <Chavez.Luke@epa.gov> 

Date:  August  11,  2015  at  1:49:13  PM  MDT 

To:  "Woodyard,  Josh"  <Woodvard.Joshua@epa.gov>.  "Cristiano,  Gina" 
<Cristiano.Gina@epa.gov>.  "Eoc,  Epahq"  <Eoc.Epahq@epa.gov> 

Cc:  "Chavez,  Luke"  <Chavez.Luke@,epa.gov>.  "Rothery,  Deirdre" 
<Rotherv.Deirdre@epa.  gov> 

Subject:  ICS  207’s  for  Gold  King  Mine  Release  Response 


Attached  are  the  latest  ICS  207’s.  One  is  for  the  Reg  8 ICP  in  Durango  and  the  second 
is  for  the  Area  Command  (very  DRAFT). 


Luke 


Luke  D.  Chavez 

Environmental  Engineer/Exercise  Coordinator,  IVIEP 
Emergency  Response  and  Preparedness 

US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 


1788950 


ED  000552D  00002114-00001 


Denver,  CO  80202 


303.312.6512  (office) 
720.320.6250  (mobile) 


<ICS  207  Area  Command  Gold  King  Mine  Release  8-8-2015  V4.pdf> 
<ICS  207  Region  8 UC  - Gold  King  Mine  8-1  l-15.pdf> 
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ED  000552D  00002114-00002 


